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THE PASSENGER CONCOURSE, 760 feet in 
length, is the largest room in the world under one 
roof. An army of 50,000 men could stand on its 
floor. At the southern end of the Concourse an 
arched doorway leads to the President of the United 
States private waiting room. 
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